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Message Text 


UNCLASSIFIED 

PAGE 01 LONDON 01136 251643Z 
73 

ACTION EB- 11 

INFO OCT-01 EUR-25 ISO-OO COME-OO DODE-OO HEW-08 SCI-06 
FEA-02 MED-03 CIAE-00 INR-10 NSAE-00 RSC-01 DRC-01 
/068 W 

088897 

R251640Z JAN 74 
FM AMEMBASSY LONDON 
TO SECSTATE WASHDC 7399 

UNCLAS LONDON 01136 

DEPARTMENT PASS COMMERCE, DOD AND HEW 

E.O. 11652: N/A 
TAGS: BGEN 

SUBJECT: SURGICAL (EYETYPE) DISPOSABLE NEEDLES 
REF: LONDON 748 

1. EMBASSY HAS RECEIVED TWELVE MORE LETTERS FROM 
AMERICAN HOSPITALS EXPRESSING CONCERN OVER SUPPLY OF 
SURGICAL NEEDLES. 

2. SIR JOHN FOSTER INFORMS EMBASSY THAT MINISTER OF 
ENERGY FAVORABLY INCLINED TO GRANTING JOHAH WARNER, 
LTD. PERMISSION TO WORK FIVE DAY WEEK IF EMBASSY WERE 

TO MAKE REPRESENTATIONS FOR SAME. 

3. WE AWAIT INSTRUCTIONS REQUESTED REFTEL BEFORE 
APPROACHING HMG. 

ANNENBERG 


UNCLASSIFIED 


NNN 
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